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i, Four crenss are Located on the old deratizatbion pier. Only one of the four is 
in working concition and it is situated on the north side of the pier. It is 
an electric crane and has a three ton capacity. 


2. On the south sice of the vier nesr the end, there is a 40 ton crane in worlcing 
conlition, birt uselesa tolay because i+ has a fixed apar and therefore cannot 
be used on tall sided shins. 


%. Near this crane there are two other electric cranes out of comission because 
the spera are bent. The sapacity of these cranes is three tons each. When 
source inquired about these two cranes the pilot told him "Those blasted 
Communists destroyed them’, Ne efferts aro being made to recommicsion this 
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